State of Maine 
Maine Center for Disease Control and Prevention 
Health Inspection Report 

1 1 State House Station Augusta, Me 04333-001 1 
10/18/2007 

BATH MIDDLE SCHOOL 
OLD BRUNSWICK RD 
BATH 

Purpose: Regular Inspection 
Inspection Rules: FOOD 
Establishment ID: 3437 
Inspector: HINCKLEY, SHARRON 
Inspector ID: 11 

Owner Name: BATH SCHOOL DEPARTMENT 

Center of Disease Control Food Risk Factor Violation 

C: Cooked and/or prepared foods are subjected to cross contamination. 

Critical Violation citation: 3-302 

Sanitarians Comment: 


Summary of Findings 


There are a total of 1 violations. 
There are a total of 1 critical violations. 


Compliance with the State of Maine Food Code 
will ensure renewal of your license 


Person in Charge: 

I, have read and understand this report. 

print 


signature 

Sanitarian: 

HINCKLEY, SHARRON Date: 

signature 


